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NARA RG104, Entry 1, Box 128 


Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
March 6, 1883 


Hon. A. Loudon Snowden, 
Superintendent. 


Sir; 


I have the honor to state that being dissatisfied with the way in which John Lord, an 
employee in the Coining Room, performs his duty — feeling convinced that I can no longer 
accord him that full, free and implicit trust his position requires, I am compelled to request his 
immediate removal. 


Very Respectfully, 
Your Obedient Servant 
O.C. Bosbyshell 
Coiner. 


